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(Issue 39 - 23/02/1977) 


Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain Woodfield J.R 
Chief Eng Officer Parker E.A 





Chief Officer McLeod K 


2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Jeffery R.C 
Aindow J.A 
Meades G.W 
Ormrod W.R 
Oates J.W 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Webster A.D.C 
Douglas P.F 
Bones M.T 
Webster R 
Ridyard D.M 
Brown G 


Preston A.G 
Roy S.B 
Neogi P.K.G 
AliS 
Hossain M 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Australian Bridge 
Oil/Bulk/Ore Carrier - 142,725 d.w.t. 


Captain Hunter M.J 
Chief Eng Officer Wheeler D 





Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Morris D.J.M 
Mehner P.H.R 
Gaukrodger C.S 
Brough R.W.A 
Mackie D.B 
Gunn J.S 
Harding J.E 
While F 
C.P.O 
Carpenter 
Trainee Pumpman 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Hanley P 
Pestell B 
Bethel R 
Halligan J 
Schofield G.H 





McConnell R.J 
Bell R.C 
Spivey S.J 
Lilley R 

Joy J.D 
McCormack J 
McRae A 


Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain King M.G 
Chief Eng Officer Ward W.M.I 








Chief Officer Marshall N.S 2nd Eng Officer Ratcliffe A.T 
2nd Officer Set A 3rd Eng Officer Pawson E.S 
3rd Officer Hopkinson R.W 4th Eng Officer Harrison P 
Deck Cadet Greenall C.E Electrical Officer Toes J.W 
Deck Cadet Milligan J.M 

Radio Officer Connolly D 

Purser McGrath E.J 
C.P.0 KanK 
Carpenter TaiL 
Cook Fuk L.W 
Leading Steward Pak C.C 
Canadian Bridge 
Bulk Carrier - 117,000 d.w.t. 
Captain Routledge J.D 
Chief Eng Officer Green H 

Chief Officer Raisbeck K 2nd Eng Officer Ratcliffe R 
2nd Officer Moore T.R 3rd Eng Officer Lambert P.W 
3rd Officer McCluskey A.W 4th Eng Officer Morris K.W 
Deck Cadet Molloy G.J Ext 4th Eng Officer Carter A.P 
Deck Cadet Gray N Jnr Eng Officer Talbot D 

Radio Officer Wade C Electrical Officer Brown J.K 

Purser Morris R 


Bosun_ Lockhart A.K 
Cook Wood J 
Storekeeper Porter T.A 


Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Taylor J.R 
Chief Eng Officer Ford A.J.K 





Chief Officer Milton W.R.F 2nd Eng Officer Selby C.G 
2nd Officer Carroll M.lI.J 3rd Eng Officer Dixon W 
3rd Officer Kumar D 4th Eng Officer Seel R.V 
Deck Cadet Gilbert J.L Electrical Officer Robbins K 


Deck Cadet Murtagh S.K 
Radio Officer Knight G.C 
Purser Whitefoot-Greenland T. 
C.P.0 Ming S.Y 
Carpenter Yau C 
Cook TOY.S 
Leading Steward Shing L.P 


Dart America 
Container - 28,488 d.w.t. 


Captain Hine D 
Chief Eng Officer Green H 





Chief Officer Thomas C.O 2nd Eng Officer Ratcliffe R 
2nd Officer Tyler J.G.B 3rd Eng Officer Lambert P.W 

Ext 2nd Officer Pargiter J.H 4th Eng Officer Morris K.W 
Ext 2nd Officer Woolley J.N Ext 4th Eng Officer Carter A.P 

Radio Officer Ferry W.R Jnr Eng Officer Talbot D 
Purser Mitchell N.J Electrical Officer Brown J.K 

Bosun Lockhart A.K 
Cook Wood J 


Storekeeper Porter T.A 


Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Ashton A.F 
Chief Eng Officer MacDonald D.J 





Chief Officer Wyatt R.H.W 
2nd Officer Laurence C.A 
3rd Officer Perrins W.R 

Radio Officer Urquhart |.G 

Purser Brain J.A 


2nd Eng Officer Currie 1.S 
3rd Eng Officer Agnes G 
4th Eng Officer Pritchard S.L 
Ext 4th Eng Officer Pear S.M 
Jnr Eng Officer Gwynne R 
Senior Elect Officer Ritchie R.S 
Bosun Brown J 
Cook Simpson N 
Storekeeper Staite A 





Devonshire II 
Gas Carrier - 52,647 cubic metres 


Captain Middleton R.C 
Chief Eng Officer Smith M.D 





Chief Officer Corcoran J.A 2nd Eng Officer Byrne P 
2nd Officer Southby M Cargo Engineer Hotham K 
3rd Officer Marsh C.H 3rd Eng Officer Slater M 
Deck Cadet Haigh R.A 4th Eng Officer Hudson S 
Deck Cadet Holden G.R 5th Eng Officer Miliken-Brown W 
Radio Officer Barling G Jnr Eng Officer Mullarkey J.M 
Purser Buckley W Engineer Cadet Kendall R 
Engineer Cadet Killen J.C.J 
Electrical Officer Lewis D.S 


C.P.0 Hale D.J 
Cook Gibson F 
Storekeeper Kelly J 





English Bridge 
Oil/Bulk/Ore Carrier - 166,410 d.w.t. 


Captain Marsh D.G 
Chief Eng Officer Milligan T.W 








Staff Captain Preshaw A.G 2nd Eng Officer Yates D.C 
Chief Officer Farrand P 3rd Eng Officer Disley P.M 
2nd Officer Williams P.G Ext 3rd Eng Officer Oen N.M 

3rd Officer Taylor R.W 4th Eng Officer Ramsey A.V 
Ext 3rd Officer Brocklesby M.S 5th Eng Officer McAlpine G 
Deck Cadet Kitchen S.J Jnr Eng Officer Wilburn R.M 
Deck Cadet Welsh A.P Jnr Eng Officer Brown P 
Radio Officer Bunce M.O.B Electrical Officer Beesley J.P 
Purser Heaslip G 
C.P.0 Kelly A.E 
Carpenter Taylor H.J 
Pumpman O'Hara J.E 
Cook McConnell M 
Storekeeper Lavelle J.J 
Hampshire 


Gas Carrier - 52,647 cubic metres 


Captain Horn M.J 
Chief Eng Officer Hesketh C.S 





Chief Officer Greenhalgh A 
2nd Officer Jenkinson D 
Deck Cadet Bindon P.J 

Radio Officer Foley B.J 

Purser Chadwick D.H 


2nd Eng Officer 
Cargo Engineer 
3rd Eng Officer 
3rd Eng Officer 
4th Eng Officer 


Roberts D 
Powell R 
McNaught | 
Van Bergen J.J 
Sillars R.M 


McCaw D.F 
Lofthouse R.L 
Bell H.G 

Kelly R.W 


5th Eng Officer 
Ext 5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 
C.P.O0 Hughes M 
Cook Nugent C 
Storekeeper Cunningham W 





Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain HudsonA 
Chief Eng Officer Baker | 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 





Brown D.M 2nd Eng Officer Hartley M.R.W 
Howell W.R 3rd Eng Officer Kapur V 
Ringrose |.G 4th Eng Officer Taylor J.D 
Hunt N.P Engineer Cadet Powell A.K 
Gillett R.B Engineer Cadet FentonA.S 
Stanway P Electrical Officer Allen W 
Reed A 

Carpenter Rolling W.J 

Serang (Deck) Debnath 
Serang (Engine) Gupta P.R.D 
Cook D'Gomes L 
Storekeeper Ghaffar A 
Lancashire IV 
General Cargo - 16,707 d.w.t. 
Captain Weir R 
Chief Eng Officer Evans M.R.I 

McKenna F.D 2nd Eng Officer Curtis L.F 
Kinkead P.W.A 3rd Eng Officer O'Donnell T.P 
Thelwell A.G 4th Eng Officer Whittle A.J 
Schofield A Electrical Officer Meacock R.N 
Howard P.R 
Grey R.W 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Tweedie J 
Hug S.K.S 
SenS 
Aziz A 
Elias M 





Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Owen H.R 
Chief Eng Officer McIntyre P.A 





Staff Captain 
Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 





Nisbet M.R 2nd Eng Officer Turner W.G 
Addinall J 3rd Eng Officer Austen S.J.S 
Eglington C.W 4th Eng Officer Hulme K 
Penry G.N Ext 4th Eng Officer Pascoe S.R 
Bousefield D 5th Eng Officer Sowerbutts M.T 
Raymond W.D Jnr Eng Officer McGinn J 
Hooper T.L Electrical Officer Parkin N.J 
Fell A.E 
Levell R 
C.P.0 Lloyd E.M 
Cook Wilson H 
Storekeeper Rees W 
Liverpool Bridge 
Oil/Bulk/Ore Carrier - 169,080 d.w.t. 
(ex Derbyshire II) 
Captain Reeves M.M 
Chief Eng Officer Kirchin F.R 
Malpass N.H 2nd Eng Officer Green F.R 
McClure S.A 3rd Eng Officer Taylor R.B 
Kachno A Ext 3rd Eng Officer O'Brien T.H 
Hodgson R 4th Eng Officer Irvine J 
Richards D.J Jnr Eng Officer Johnson H.C 
Pardoe T.R Jnr Eng Officer Grattidge A.P 
Mackenzie A Engineer Cadet Rodgers G 
Engineer Cadet Quirk R.J 
Electrical Officer Dixon R 
C.P.0 Hodges A.J 
Carpenter Blease T.V 
Pumpman Kirkland D.J 
Cook Mcleod A 
Storekeeper Jones C.E 


Mersey Bridge 
Bulk Carrier - 71,600 d.w.t. 
(ex Cambridgshire) 


Captain Saunders P 
Chief Eng Officer Willoughby R.S 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

‘rainee Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Blacker K.G 
Leonard C 
Christopherson P 
Hosick L.G 
Faulkner B 
Head J.J 
Walker R.S 
C.P.O 
Carpenter 
Pumpman 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Chakraborty G 
Hughes (ch) P 
Gupta R 
Ahmed S.A 
Saha M 





Palmer W 
Inman J.R 
Barklie M.M 
Stephenson M 
Seddon A.J 
Pearton K.J 


Ocean Bridge 
Oil/Bulk/Ore Carrier - 113,536 d.w.t. 


Captain Jewell J.W 
Chief Eng Officer Twamley D.G 


Williams J.B 
Poynder A.J.L 
Nixon C.S 
Shackleton S 
Whiting I.M 
Burnett A.D 
Halliwell K.B 
Kennedy J.R 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Pumpman 

Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Ext 4th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
Trainee Elect Officer 
Nicholas D.F 
Dey M.C 
Gupta A.R.D 
Frew T 
Ladu S.K 
Idris M 





Turbitt D 
Escott C.M 
Holt D 
Antonczyk M.F 
Black A.E 
Hunt W.L 
Emmins C 
Sutherland K 
Harris K.W 


Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 


Captain Robins M.R 
Chief Eng Officer Robinson J 





Chief Officer Young K.N 2nd Eng Officer Moorhouse F 
2nd Officer Singh D 3rd Eng Officer Keenan K.M 
3rd Officer Bhandara J.B 4th Eng Officer Potter D.A 
Deck Cadet Sherburn J.D.A Electrical Officer Kerrison T.C 


Deck Cadet Spiers W.J 
Radio Officer Goulbourne M.E 
Purser Rose J.(p) 
C.P.0 Kwan F 
Carpenter King K 
Cook Yung Y 
Leading Steward WaH.W 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain Lightfoot A.F 
Chief Eng Officer Lewis S 





Chief Officer Lowe J.H 2nd Eng Officer Jones F.T 
2nd Officer Robinson M.G.E 3rd Eng Officer Good N.P.D 
3rd Officer Madell K.R 4th Eng Officer Britton M.A 
Deck Cadet Grace J.J 5th Eng Officer Hill D.J 

Radio Officer Dennison P.R Electrical Officer Fleetham S 


Purser Traynor J.A 
C.P.0 O'Neill J.J 
Serang (Deck) Dey H 
Serang (Engine) Roy M 
Cook Sing D 
Storekeeper Hussain M 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Winter M.J 
Chief Eng Officer Whitaker J 





Chief Officer Bytheway P.S 2nd Eng Officer Lamont J.D 
2nd Officer Scrimgour P 3rd Eng Officer Currid J.P 
Ext 2nd Officer Kenyon P.R.H 4th Eng Officer McFadden J.P 
3rd Officer Best J.W.R 5th Eng Officer Elliot A.K 
Radio Officer Conn | Jnr Eng Officer Keilty R.M 
Purser Cook J.A Electrical Officer Stobbart D 


C.P.0 McNicholl W.H 
Cook Frapwell K.G 
Storekeeper Buck F 





Yorkshire IV 
Oil Tanker - 110,964 d.w.t. 


Captain Carlise H.E 
Chief Eng Officer Ashcroft T.S 





Chief Officer Earle G.J 2nd Eng Officer McClelland C 
2nd Officer Moore A.M 3rd Eng Officer Jones D.H 
Ext Chief Officer Banks R 4th Eng Officer Coulson G.A 
3rd Officer Nield R.T Jnr Eng Officer Twemlow A.J 
Ext 3rd Officer Corlett R.M Senior Elect Officer Dunn R.B 
Deck Cadet Burslem D.L Trainee Elect Officer Le Marchand G. 


Radio Officer Glover G.F 
Purser Hamer E 
C.P.0 Ming C.H 
Pumpman PuiF.S 
Cook YanW.C 
Storekeeper Shing L.S 
Leading Steward Kong T.K 


